FROM PHILIP MORRIS SEC 13 TO 12018906576 


PAGE,002 


SPECIFICATIONS 




ROWS: 

CAPACITY: 

DATE • 

AUTHORIZED BY: 


250 

1,254 

Nov-95 


GRAND UMON 
3X4X3 7 SHELF 


POG02 


CHANGE EFF 11/95 


COMPANY 


PHILIP MORRIS 


RJ. REYNOLDS 


LORWLLARD 


B&W 


L&M 


TOTAL 


SHARE 
OF Mia 


56.7 


13.0 


15.3 


12.9 


1.3 



RACK $ MONTH 
SHARE 


51.4 


$ YEAR 



$194.00 


$126.00 


$30.00 



$2,328.00 


$1,512.00 


$360.00 


FM 

10 ROWS 
8 HIGH 


FM 

10 ROWS 
5 HIGH 


FM 

10 ROWS 
5 HIGH 


PM 

5 ROWS 
5 HIGH 


LOR. B&W 
4 ROWS 6 ROWS 
5 HIGH 


B&W 
10 ROWS 
5 HIGH 


RR 

10 ROWS 
5 HIGH 


FM 

13 ROWS 
8 HIGH 


FM 

13 ROWS 
5 HIGH 


FM 

13 RQWS 
5 HIGH 


LOR 

13 ROWS 
5 HIGH 


B&W 
13 ROWS 
5 HIGH 


B&W 
13 ROWS 
5 HIGH 


RR 

13 ROWS 
5 HIGH 


FM 

10 ROWS 
8 HIGH 


FM 

10 ROWS 
5 HIGH 


PM 

10 ROWS 
5 HIGH 


LOR 

10 ROWS 
5 HIGH 


LOR 

10 ROWS 
5 HIGH 


LOR 

10 ROWS 
6 HIGH 


IM 

10 ROWS 
5 HIGH 


Source: https://www.industrydocuments.ucsf.( 


51846 1270 































































